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INTRODUCTION 


One hundred and twenty one volumes of Desalination, The International Journal for Water Desalting and 
Purification span thirty years of research and development during which the field has grown into an 
industry supplying over 20 million cubic meters of water annually. The original research and engineering 
reported in these 50,000 pages has spawned innovative processes in water technology with many 
municipal and industrial applications. 


The Cumulative Indexes of Volumes 1—110 of Desalination appear in Volume 111 (Subject Index) and 
Volume 112 (Author Index, Tables of Contents, List of Proceedings appearing in Desalination). 


In this issue we cover Volumes’ 113-121. The’ entire combined Cumulative Index 
(Volumes 1—121) can be found on-line on http://www.desline.com. 


Through this index we can study the modern history of the desalination field since the days when the 
technology was beginning to develop. It is a record of research and technological development, a shift 
from research to industry, and lately from public to private ownership and management. 


Each section contains full references of papers so that it can be searched by author, subject or volume. 
Thus a full list of each author’s papers can be found under his name in the author index. 


Much of the work in desalination and water purification is presented at conferences. Desalination thus 
covers papers presented at these meetings. A list of Proceedings leads the reader to the corresponding 
volume in which they were published. Similarly the Proceedings is mentioned in the contents list of each 


volume. 


Preparation of the index brought back many fond memories, and it might be interesting to revisit some of 
the work done and ideas proposed in the early years. 


Addresses of authors still active in the field and a description of their institutions can be found in the 
Desalination Directory. The Directory is part of a literature and address network, DESLINE™ — a 
network linking the desalination community and their creative output around the world. It is kept current 
electronically on an ongoing basis. 


I wish to thank the Editorial Board and reviewers who have helped monitor and guard quality of the 
journal throughout the years and all the authors whose creative work is preserved in the pages of 
Desalination. | also wish to thank my colleagues at Elsevier Science and my associates through the years 
in composing the journal. In compiling and shaping these indexes, I wish to thank especially Aliza Zutra 
for her incredible manipulation and design of the database to provide the information in several forms and 
Galina Bitler for accurate meticulous entry of the data and useful suggestions. 
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